18J. A wall bracket with surrounding glass ring etched to appear luminous. This
adds vitality to an interior which might appear monotonous with indirect
lighting alone.                           >                                                      }

182. An indirect floor standard can, with a large enough lamp, provide sufficient light
for a complete interior, but additional self-luminous features in the room are
desirable to add interest (see above).

